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E.O. 11652: GDS 

TAGS: SWEL, ET, US 

SUBJECT: HARAR EYE CLINIC 

1 . USN SURGEON GENERAL'S OFFICE HAS INFORMED US THAT IT 
PLANS TO RECOMMEND THAT USN CEASE SUPPLYING PERSONNEL FOR 
HARRAR INTERNATIONAL EYE FOUNDATION (IEF) PROJECT. FINAL 
DECISION WILL PROBABLY BE TAKEN BY SURGEON GENERAL ON 

OR ABOUT NOV. 8. DECISION BASED ON FINDINGS DURING 
RECENT ETHIOPIAN VISIT OF DR. LARRY KING OF IEF. 

2. USN DECISION OASED ON LACK OF SECURITY FOR THEIR 
PERSONNEL IN HARRAR AND DIFFICULTY IN GETTING SUPPLIES, 
WHETHER FROM OUTSIDE ETHIOPIA THROUGH THEIR OWN CHANNELS 
OR FROM ETHIOPIAN GOVERNMENT SERVICES. USN DOES NOT 
BELIEVE ANY OTHER ENTITY WILL BE WILLING TO SUPPLY PER- 
SONNEL TO IEF UNDER EXISTING CONDITIONS AND, SINCE THERE 

IS NO ETHIOPIANPERSONNEL TO TAKE IT OVER, IEF PROJECT 
WILL CLOSE. 

3. USN HAS ASKED FOR STATE DEPARTMENT REACTION TO 
THIS STEP AND OUR VIEWS ON PROBABLE ETHIOPIAN REACTIONS 

AND HOW CLOSURE WILL IMPACT ON US-ETHIOPIAN RELATIONS. 
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WOULD THEREFORE APPRECIATE YOUR COMMENTS ON THESE MATTERS. 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


KISSINGER 


CONFIDENTIAL 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: MEDICAL CARE, PROGRAMS (PROJECTS), PROFESSIONAL PERSONNEL 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 27 OCT 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: GolinoFR 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE265268 

Document Source: CORE 

Document Unique ID: 00 

Drafter: RSBARRETT:NB 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D760402-1070 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19761012/aaaaajqi.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN AF 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: GolinoFR 
Review Comment: n/a 
Review Content Flags: 

Review Date: 28 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <28 JUN 2004 by ShawDG>; APPROVED <29 JUN 2004 by GolinoFR> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: HARAR EYE CLINIC 

TAGS: SWEL, ET, US 

To: ADDIS ABABA 

Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



